FURTHER DEVELOPMENTS IN UNITED STATES
their guests, after the temporary amazement wore off from looking over the many acres covered by this immense industrial plant, and listening to the hum of the machinery, interested themselves at once in the wonderful working machines, the invention of Mr. M. J. Owens, and which have completely revolutionized the bottle-making industry of the world.
"These wonderful, almost human, machines, beggar description, and even a (Detailed scientific description by an expert would not convey to the public the intricate mechanism necessary for their construction and operation.
"Each machine is composed of ten smaller machines, each capable of turning out a perfect bottle every few seconds, and these ten machines are assembled as one massive machine which continues to revolve, passing by a revolving tank of molten glass, kept always at an even temperature, which is sucked or picked up into the molds which continually revolve, passing the finished bottle on to an automatic carrier device, another Owens invention, where it is carried away to make room for the continual output of bottles/'
The Fairmont plant has been in constant operation since its initial opening and still continues to remain
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